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Message Text 


UNCLASSIFIED 

PAGE 01 PARIS 25094 3015 19Z 

44 

ACTION HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO EB-07 COME-OO OES-06 MED-03 /035 W 

040607 

R 301520Z AUG 76 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 4431 

UNCLAS PARIS 25094 

E.O.l 1652 N/A 

TAGS: OGEN, EIND, ETRD, TB10, FR. 

SUBJECT: FDA ADVISORY - DEFECTIVE CU 
T ON TRACHEOSTOMY 
TUBES - RECALL NOS. T-l 13/4-6 

REF: STATE 205730 

1 . REFTEL REQUESTED POST CONTACT CLIMO S.A., 39 
BOULEVARD AMBROISE PARE, 69008 LYON, FRENCH DISTRIBUTOR 
OF THE TRACHEOSTOMY TUBES MANUFACTURED BY LANZ MEDICAL 
PRODUCTS CORP., ANGYLE, N.Y. TO DETERMINE IF CONSIGNEE 

HAD RECEIVED RECALL LETTER DATED MAY 24, 1976. 

2. POST CONTACTED MRS. VERSHER, COMMERCIAL MANAGER 
OF CLIMO WHO STATED THAT RECALL LETTER HAS BEEN 
RECEIVED AND PRODUCTS HAVE BEEN SHIPPED BACK TO THE 
MANUFACTURER. 

GAMMON 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MEDICAL CARE, EQUIPMENT, RECALLS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 30 AUG 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976PARIS25094 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760367-0119 
From: PARIS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1976087/aaaaafjc.tel 

Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 STATE 205730 
Review Action: RELEASED, APPROVED 
Review Authority: ullricre 
Review Comment: n/a 
Review Content Flags: 

Review Date: 22 MAR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <22 MAR 2004 by ReddocGW>; APPROVED <28 JAN 2005 by ullricre> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FDA ADVISORY - DEFECTIVE CU T ON TRACHEOSTOMY TUBES - RECALL NOS. T-1 13/4-6 
TAGS: OGEN, EIND, ETRD, TBIO, FR, US, CLIMO S A, LANZ MEDICAL PRODUCTS CORP 
To: STATE 
Type: TE 
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